REPRESENTATIVES: 


USA and Canada: 

Kongsberg Systems, Inc. 

10, De Angelo Drive 

Bedford, Mass. 01730 

Tel.: 617-275-9606, TWX: 710-236 1289 

United Kingdom: 

D-Mac Limited 
Queen Elizabeth Avenue 
Glasgow SW2, Scotland 
Tel.: Halfway 3364, Telex 778200 

D-Mac Limited/London office 

7 Amersham Hill 

High Wycombe 

Bucks, England 

Tel.: High Wycombe 23 234 

West Germany, Switzerland and Austria: 

Ing. -Buro Dr.-lng. Gerhard Hopp 
Sonnenstrasse 33 
8000 Munchen 15 
West Germany 

Tel.: Munchen 592628 and 524014 
Telex: 524015 

France: 

Peri-Calcul 
73, Avenue de Neuilly 
Neuilly-sur-Seine 92 
Paris 

Tel.: 722-40-40 a 45, Telex: 65933 


Also representatives in the following countries: 
PORTUGAL - JAPAN - BE-NE-LUX - ITALY - 
IRAN - SWEDEN - TURKEY - AUSTRALIA 
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kingmatic 


Speed production of 
circuit masks with the 


kingmatic 

NC MASK CUTTER 

with servo-controlled knife 






Automatic Precision M 



• Numerically controlled director with linear, 
circular and parabolic interpolation 

• Simple programming 

• Servo-controlled knife enabling cutting 
in all directions 

• Peeling of masks easy thanks to the clean cuts 

• High speed: up to 400 ipm 

• High repeatability: d= .0006" 

• High accuracy: ± .002" overall 

• Large flat-bed table: 4' x 5' 

• Suction holes for material hold-down 


Director 


Table 




Ask for data sheets on director and table 
with all tool options 




